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Part of a Letter containing^ farther Account of the 
Aqueduct near Yerfailles, isc. 

T Hey are every where at work about Verfailles, in 
making Magazines for the waters which are to 
come thither j as one upon the Mountain of Montbo- 
ron already cut, which will have 2200 Perches of fur- 
face feach perch being 18 French foot) and 12 foot in 
depth. In another place much lower, will be another 
Magazine, to receive the waters of many Pools, the 
molt part of which as yet have no water in them. In 
the Valley of Buc will be an Aquedud, the middle 
whereof will be raifed 22 Fathom high, for conveying 
the Pools of Sarle, which itsfaid contain much water, tho’ 
there be nothing but rain to fill them. This Aque¬ 
duct is 300 fathom long, and paffes through two Moun¬ 
tains which have been cut thro' upon that account. 
The Valley alfo on both fides of the Aquedud , is raifed 
11 Fathom high to make paflages. 

An Aquedud alfo is making neer the Tower of Stone, 
(where the Mills raife the water,) which now willpafs 
without force to the top of the Mountain, and there be 
part of it diftributed into feverall very great Cijlerns, 
which are making above Marli for that place. 

In fine, tis a furprizing thing, to fee, in how many 
places they are here at work. 

The Elevation of the Aqueduct of Mantenon is now< 
fet forth at but 2560 Fathom; whereas it was defired 
to be carryed on more then 8000 Fathom, and the re¬ 
mainder will be made of Earth, which muff be brought 
thither : This Opinion prevails, in regard it gives a 
quicker difpatch, tho' it may be doubted it will not 
be for the better. 

Thefe 2560 Fathoms contain 242 Arcades, whole 
Aperture is 6 Fathom and 1 , and the face of each Pil¬ 
lar 
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lar luftaining the Arches 4 fathom there will be then 
on the fide of Mantenon 33 fingle Arches, afterwards 
71 double ones; (as having one Arch upon another ) 
then 4<T treble ones, which will generally be 21 <5 foot 
6 Inches high, ( vi%, up to the floor of the Channel) 
afterwards 72 double ones,- then 20 fingle, which will 
reach to the Mound of Earth, that is to be j'o foot high. 

From the groundup to the fecond Jr cade are 16 fa¬ 
thom, from the fecond to the third, or upper Arcade , 
are 14 fathom, ( which Arcades ar& double in number 
to thofe they ftand upon,) and 6 fathom 6 Inches more, 
to the floor of the Channel, which will at leaft be 6 
foot high, befides the Parapet. 

The Pillars by the ground are 8 fathom thick, but 
what with the Slopes, and fhortnings, which are made 
in every ftory * the Top where the Channel goes, will 
be but 20 foot broad: there will iikewife be at each 
Pillar, a Buttrefs jetting out one fathom, and 2 fathom 
wide. 

Tho’ the foregoing Obfervations were made by a 
very Intelligent perfon, well skilled in things of this 
Nature, as being no ftranger either to the writings of 
the Antients, or the Famous Ruins and Remainders 
of their Fabricks in Italy, and other places: yet he 
profefles himfelf lurprized with the greatnels of this 
undertaking at Verfaille, and Mantenon ,* for the Mag¬ 
nificence of the defign, the number of Labourers, the 
exceffivenels of the Expence, and the admirable beauty 
of the Work. 
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